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MUNICIPAL ORDINANCES, RULES, AND REGULATIONS 
PERTAINING TO PUBLIC HEALTH. 



OLEAN, N. Y. 



Sewers — Connections With— Use of Privies and Cesspools to be Discontinued 
Where Sewer Connections are Possible. (Reg. Bd. of H., June 28, 1915.) 

Section 1. No privy vaults, cesspools, or similar receptacles used to receive 
fecal matter, urine, or sewage shall be hereafter used upon any premises in the 
city of Olean which adjoin any street in which there is a public sewer any 
part of which said premises is used as a dwelling, factory, shop, or mercantile 
establishment, and all such privy vaults, cesspools, and similar receptacles shall 
be cleaned in a sanitary manner, filled up, and abandoned. 

Sec. 2. Whenever a public sewer is hereafter constructed in any street no 
such privy vault, cesspool, or similar receptacles hereinbefore described shall 
be used upon any premises adjoining such street, any part of which is used for 
the purposes specified in section 1 of this regulation after 30 days from the 
completion of such public sewer, and all such privy vaults, cesspools, and similar 
receptacles shall be cleaned, filled, and abandoned within 30 days after the 
completion of such sewer. 

Sec. 3. Any person who shall use any such privy vault, cesspool, or similar 
receptacle or permit the same to be used upon premises owned or occupied by 
him in violation of this regulation shall be liable to a penalty of $10 for each 
offense. Any person being the owner or occupant of any premises who shall 
fail or neglect to fill up and abandon any such privy vault, cesspool, or similar 
receptacle, as provided by this regulation for a period of 10 days after notice 
so to do to be given by the Inspector of the board of health, shall be liable to 
a penalty of $5 for each and every day thereafter during which the same re- 
mains not filled up and abandoned. 

[This regulation was effective Sept. 1, 1915.] 

OMAHA, NEBR. 

Communicable Diseases — Notification of Cases — Placarding — Quarantine — 
School Attendance — Disinfection — Burial. (Ord. 8903, July 22, 1915.) 

Section 1. That rule 9 of chapter 70 of Thomas's Revised Ordinances of the 
year 1905 be, and the same is hereby, amended to read as follows : 

Rule 9. Whenever any physician or other person in the city of Omaha shall 
know or have any reason to suspect the existence of any cases of cholera, 
yellow fever, cerebrospinal meningitis, varioloid, chicken-pox, measles, scarlet 
fever, diphtheria, membranous croup, poliomyelitis, tuberculosis, whooping 
cough, mumps, typhoid fever, or other contagious or infectious disease, 
within the corporation limits of said city or within 3 miles thereof, he shall 
Immediately notify the commissioner of health by telephone, to be followed 

(KOI) 



